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Message Text 


UNCLASSIFIED 

PAGE 01 BONN 05437 232328Z 
ACTION ISO-02 

INFO LOG-OO ADS-00 EUR-00 MMO-01 PASS-00 DS-01 DSE-00 
/004 W 

127073 232328Z/38 

R 231202Z FEB 76 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 1865 

UNCLAS BONN 05437 


DIRECT RELAY 

FOR A/ISO/USS INVENTORY PROCESSING 

E.O. 12356: N/A 
TAGS: AADP. AMGT 

SUBJ: ACCEPTANCE OF WANG EQUIPMENT 

TO: D.O.S. NATIONAL ACCOUNTS MANAGER 
WANG LABORATORIES, INC. 

7500 IKD GEORGETOWN ROAD 
BETHESDA, MD 20814 
TELEX 898044 OR 5106001095 

THE FOLLOWING WANG EQUIPMENT, DELIVERED FOR STATE UNDER 
P.O. NUMBER 5240-502278 AND W.O. NUMBER FM860, WAS 
INSTALLED IN THE COMPUTER SERVICES CENTER ON 23-JAN-87 AND 
SUCCESSFULLY COMPLETED ITS PERFORMANCE PERIOD FROM 
23-JAN-87 TO 23-FEB-87. THE EMBASSY AND THE LOCAL WANG 
REPRESENTATIVE HAVE AGREED THAT THE ACCEPTANCE DATE AND 
BEGINNING OF THE WARRANTY PERIOD IS 23-FEB-87 AND THE 
WARRANTY PERIOD WILL END 23-MAY-87. 

MODEL DESCRIPTION SERIAL NO. 


UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BONN 05437 232328Z 

PC-PM010 PC DAISY PRINTER TV4318 


DOBBINS 
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NOTE: PASSED ABOVE ADDRESSEE BY OC/T 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 23 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BONN05437 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D870141-0404 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760222/aaaaasqz.tel 

Line Count: 93 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ISO 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: castelsl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 JUL 2004 by schwenja>; APPROVED <24 AUG 2004 by castelsl> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ACCEPTANCE OF WANG EQUIPMENT TO: D.O.S. NATIONAL ACCOUNTS MANAGER WANG LABORATORIES, INC. 
TAGS: AADP, AMGT 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



